Stainless steel ERW pipes 


Stainless Steel Welded/ERW Pipes (www.stainlesssb.com) 


Stainless Steel ERW Pipe is an Electric Resistance Welded Pipe. ERW steel pipes & tubes are used in 
many industrial applications. ASTM A213 304 ERW Pipes & tubes are used in various engineering 
purposes, scaffolding, fencing, line pipes, etc. ERW steel pipes are available in various qualities, wall 
thicknesses, and diameters of the finished pipes. SS 304 Electric Resistance Welded Pipes find its 
usage for Agricultural purposes, Drinking Water for housings, in collieries for extraction of Water, 
Transports, Thermal Powers, Hand pumps for deep boring wells, as strong protection for cables by 
Telecom Department, Structural Purposes and so on. 


SS ERW Steel Pipe Exporters, 

Stainless Steel Electric Resistance Welded Tubes Suppliers in India 
Distributor of Steel ERW Tubing, 

Buy ERW Stainless Pipes at best price, 
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36” Stainless Steel ERW Pipe, 
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20” Stainless Steel ERW Pipe 
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ASTM A312 TP 304L Stainless Steel ERW Pipe, 
ASTM A312 TP 316L Stainless Steel ERW Pipe, 
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Cold Drawn Stainless Steel Tubes Suppliers in India, 
Fabricated Stainless Steel ERW Pipe, 

Duplex Stainless Steel ERW Pipe, 

Stainless Steel ERW Pipe Suppliers, 

Stainless Steel Seamless Tubing’s, 

Stainless Steel Welded Pipes, 

Stainless Steel Welded Pipes 

SS Welded Pipes 

Stainless Steel ERW Pipes 

SS ERW Pipes 
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Stainless Steel Welded Pipe Stockholder in Pune 
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Steel Welded Pipes 


SS ERW Pipes IN MUMBAI 

Stainless Steel Welded Pipes 

ASTM A312 Stainless Steel Welded Pipe Suppliers in Thane 
SS ERW Pipe Price in Bengaluru 

Stainless Steel Welded Pipe Stockist in Dahej 


Specifications: ASTM A312, ASTM A249, ASTM A213, ASTM A268, ASTM A269, ASTM A270, 
ASTM A778 


Type: As Welded, EFW, ERW 


Grades: 202, 304, 304L, 304H, 310, 321H, 321, 316, 316L, 316Ti, 310S, 347, 347H, UNS31803 
Duplex 


Size: 1/2” (15NB) TO 4” (100NB) from 1.0 mm to 8.5 mTHK, 5” (125NB) TO 6” (150NB) from 
2 mm to 10.97 mTHK,8” (200NB) TO 20” (500NB) from 3.0 mm to 12.7 mTHK sizes stainless 
steel welded tubes also available 


Length: Up to 6 meters, custom cut lengths 


Thickness: 1mm to 20mm, SCH 5/5S, 10/108, 20/208, 40/40S, 80/80S, 120/120S, 160/160S as 
per ANSI B36.19/36.10 


Our Network: Mumbai, Chennai, Bangalore, Gujarat, Rajasthan, Kolkata, Pune, Tamil Nadu, 


STAINLESS STEEL TUBES (www.stainlesssb.com) 


SHRI BEHARIJI STAINLESS PVT LTD stocks an extensive inventory of high-quality standard and 
special grade of seamless stainless steel tube and welded stainless steel tube. Our 300 series has 
increased strength and corrosion resistance for applications in harsh environments, meeting the 
requirements for your stainless tube projects. ASTM standard specifications include A213 
seamless tube, A269 welded tube, A511 seamless mechanical tube and A554 ornamental tube, 
with annealed and pickled as well as bright annealed manufacturing options. Tube cutting and 
polishing services customize your order to job specifications. 


SHRI BEHARIJI STAINLESS PVT LTD is Authorized Supplier & Exporter of Stainless Steel 
Welded Tubes in Maharashtra, Hyderabad, Thane, Pune, Bengaluru, Dahej, Ankleshwar, Goa, 
Tamil Nadu, and Kolkata... 


Stainless Steel Welded Tubes 

SS Welded Tubes 

Stainless Steel ERW Tubes 

SS ERW Tubes 

ASTM A249 Stainless Steel Welded Tubes 

SS Welded Tubes Price in Bengaluru 
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Stainless Steel Seamless Welded Tubes Stockist in Dahej 

AISI SS Welded Tubes 

SS Welded Tubing 
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SS ERW Tubing 

AISI Stainless Steel Welded Tubes 
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Stainless Steel ERW Tubing Stockholder in Pune 
Stainless Steel Welded Tubes Manufacturer in Hyderabad 
Stainless Steel Welded Tubes Stockist, 

SS DIN Welded Tubing, 

Stainless Steel ERW Tubes, 

Stainless Steel Welded Tubing in India. 

Stainless steel tubes in Mumbai. 

Exporters of Stainless Steel Welded Tubes, 

SS Electro polish Tube, 

SS Coiled Tubing Distributors in India 

ASTM A213 Stainless Steel Tube Suppliers in Mumbai, 
Wide Stockist of SS Seamless Tube 


Specifications: ASTM A312, ASTM A249, ASTM A213, ASTM A268, ASTM A269, ASTM A270, 
ASTM A778 


Types: Round, Square, Rectangle, Coil, "U" Shape, Hydraulic & Honed Tubes 


Grades: 202, 304, 304L, 304H, 310, 321H, 321, 316, 316L, 316Ti, 310S, 347, 347H, UNS31803 
Duplex 


Size: 1/2” (12.7mOD) TO 1” (25.40mOD) from 1.0 mm to 2.5mTHK, 1” (25.4mOD) TO 4” 
(101.6mOD) from 1.0 mm to 3.2mTHK sizes stainless steel welded tubes also available 


Our Network: Mumbai, Chennai, Bangalore, Gujarat, Rajasthan, Kolkata, Pune, Tamil Nadu, 


STAINLESS STEEL ERW TUBES (www-stainlesssb.com) 


Stainless steel ERW pipes mean Electric Resistance Welded Pipes. SS ERW steel Tube are used in 
various engineering purposes, fencing, and scaffolding, line Pipes etc. ERW steel tube are available in 
various qualities, wall thicknesses, and diameters of the finished pipes. 


Our product finds its usage for Agricultural purposes, Drinking Water for housings, in collieries for 
extraction of Water, Thermal Powers, Transports, Hand pumps for deep boring wells, as a strong 
protection for cables by Telecom Department, Structural Purposes etc. 


Stainless Steel ERW / Welded Pipes and Tubes 


We offer a huge array of steel pipes that are fabricated by using various grades of material steel and 
metal alloys. These are available in single welded or double welded form. Our clients have the option 
to choose pipes with radiography or without radiography. 


Stainless steel ERW Pipes and ERW pipes are fabricated in different alloys of ASTM / ASME SA 312 
GR. TP 304, 304L, 304H, 309S, 309H, 310S, 310H, 316, 316L, 316H, 316Ti, 317, 317L, 321, 321H, 347, 
347 H, 904L ASTM / ASME SA 358 CL 1 & CL3 GR. 304, 304L, 304H, 3095S ,309H, 310S, 316, 316H, 
321, 321H, 347 and others. Our comprehensive range includes welded stainless steel pipes, ERW 
alloy steel pipes, welded steel pipes and many more. We produce using ace quality of steel and alloy 
to retain their durability for longer period. 


Exporter & Supplier - Stainless ERW Tubes, Alloy ERW Tubes, Carbon Steel ERW Tubes, Super Duplex 
ERW Tubes 


Stainless Steel ERW Tubes: 


Standards: ASTM A249, A269, A554, A268, A270, A688, A778, DIN 17455 & 17457 [Class 1] & its 
equivalent ASME, DIN & EN Standard. 


Grade: 304/L/H/LN, 316/L/H/LN/Ti, 317L, 321/H, 347/H, 309, 310, 904L. 409/L, 410, 430/Ti, 436, 
439. 


Size: 1/2" OD to 12" OD 
Wall Thickness: 0.4mm - 8mm SWG 
Length: Cut length, Fix length, 100mm to 12mtr long. 


Our Network: Mumbai, Chennai, Bangalore, Gujarat, Rajasthan, Kolkata, Pune, Tamil Nadu, 
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STAINLESS STEEL SHEET (www-stainlesssb.com) 


Stainless steel sheet is available in Type 304 and Type 316. Type 304 can be easily roll-formed or 
bent, and its excellent corrosion resistance and weld ability make it one of the most popular grades. 
Type 316 is a high corrosion resistance alloy, providing greater resistance to pitting-type corrosion. 
Typical uses for Type 316 include marine, chemical, paper, textile, and food service applications, 
such as a Stainless steel backsplash. Our stainless steel sheet is dual certified 316/316L, which helps 
prevent corrosion after welding. 


304 Stainless Steel Material Specification: ASTM A240/ ASME SA240 304 Plate Stock Available 


Grade: ASTM A240 / ASME SA240 SS 304 (UNS $30400, 1.4301), SS 304L (UNS S30403, 1.4306), SS 
310S (UNS $31008, 1.4845), SS 316 (UNS $31600, 1.4401), SS 316Ti (UNS S31635, 1.4571), SS 316L 
(UNS S31603, 1.4404), SS 317L (UNS S31703, 1.4438), SS 321 (UNS $32100, 1.4541), SS 347 (UNS 
34700, 1.455), SS 410 (UNS $41000, 1.4006) Plate, Sheet, Coils, Strips 


Thickness: 4.0mm - 100mm 
Size: 1000 mm x 2000mm, 1220mm x 2440mm, 4' x 8', 1250mm x 2500mm, 1500mm x 3000mm to 
6000mm, 2000mm x 4000mm to 6000mm 


Finishes: 2D, 2B, 4Pol, BA, X10, XL, Buff, XL Blend S, SATIN (Met with Plastic Coated), NO(8), Hairline, 
NO.1, NO.4, Mirror Finish 


Processing: Shearing to Custom Sizes 


Form : Coils, Foils, Rolls, Plain Sheet, Shim Sheet, Perforated Sheet, Chequered Plate, Strip, Flats, 
Blank (Circle), Ring (Flange) 


Several colours, thicknesses and opacity options are available, Mill TC EN 10204 3.1, Third Party 
Inspection, NDT/DT Test Reports. 


300 Series Stainless Steel Sheet/ Plate Grades: 302 — 303 — 304 — 304L — 304L Polished Plate— 304H — 
309 — 309S — 309H — 310 — 310S — 310H — 316L — 316L Polished Plate— 317L — 317LMN — 321 — 321H 
— 330 — 347 347H 


400 Series Stainless Steel Plate, Sheet Grades: 405 — 410 — 410S — 416 — 420 — 440C 
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Jindal 202 stainless steel sheet, 
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202 stainless steel sheet, 
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ASTM A240 Type 304 Plate, 

AISI 304 Ring, 
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STAINLESS STEEL PLATE (www.stainlesssb.com) 


SHRI BEHARIJI STAINLESS PVT LTD stocks a wide range of stainless steel plates in 304/304L, 304 
straight grade, 316/316L and 321 plate. These grades are part of the austenitic family of stainless. 
Austenitic stainless steel is one of the most widely used and versatile type of steel. While 304L 
stainless steel plates & sheets have excellent corrosion resistance, 316/316L plates have higher 
nickel content than 304 and 304L SS sheets giving them even better corrosion resistance especially 
in marine applications. Type 321 SS plates are a good choice for applications where heat is an issue. 


Standard Specification of ASTM A240 Type 304 Plate 


Specifications -: ASTM A240 / ASME SA240 

Thickness -: 4mm-100mm 

Width -: 1000mm, 1219mm, 1500mm, 1800mm, 2000mm, 2500mm, 3000mm, 3500mm, etc 
Length -: 2000mm, 2440mm, 3000mm, 5800mm, 6000mm, etc. 


Surface- : 2B, 2D, BA, NO.1, NO.4, NO.8, 8K, mirror, checkered, embossed, hair line, sand 
Blast, Brush, etching, etc. 
Finish -: Hot rolled plate (HR), Cold rolled sheet (CR), 2B, 2D, BA NO (8), SATIN (Met with 


Plastic Coated) 
Form -: Coils, Foils, Rolls, Plain Sheet, Shim Sheet, Perforated Sheet, Chequered Plate, Strip, Flats, 
Blank (Circle), Ring (Flange) etc. 


304 CR Steel Plate 

304 Stainless Steel Plates and Sheets 

304L Stainless Steel Plates and Sheets 

304 Stainless Steel Chequered Plates 

SS 316L Steel Plate 

316 Stainless Steel Plates and Sheets 

316L Stainless Steel Plates and Sheets 

316L Stainless Steel Chequered Plates 

Stainless Steel 2B Finish Sheet, Plate and Coil 
Stainless Steel BA Finish Sheet, Plate and Coil 
Stainless Steel No.1 Finish Sheet, Plate and Coil 
Stainless Steel No.4 Matt Finish Sheet, Plate and Coil 
Stainless Steel No.8 Mirror Finish Sheet, Plate and Coil 


Jindal Stainless Steel Sheet, Plate and Coil 

Pasco Stainless Steel Sheet, Plate and Coil 

Baru Stainless Steel Sheet, Plate and Coil 

Outokompu Stainless Steel Sheet, Plate and Coil 

Stainless Steel PVC Coated Sheet, Plate and Coil 

ASTM A240 Grade 304/304L Stainless Steel Plates and Sheets 
ASTM A240 Grade 316/ 316L Stainless Steel Plates and Sheets 
ASTM A240 Grade 310s Stainless Steel Plates and Sheets 
ASTM A240 Grade 321 Stainless Steel Plates and Sheets 
Stainless Steel Plates CNC Plasma Cut Profiles 


STAINLESS STEEL COIL (www.stainlesssb.com) 


SHRI BEHARIJI STAINLESS PVT LTD Distributors & Exporters of Stainless Steel Coil In grade 304, 316, 
202, 321, 310, 400 Series in All Finishes, BA 2B Finished and Galvanized cold rolled SS Coil Suppliers. 
Compare price of SS Coil. 


We offer stainless steel wires rolled up in desired form as required by the client. The coil is a widely 
used product in the steel industry and it describes a roll of steel which is somewhat ambiguous. The 
ASTM A240 SS Coil was traditionally produced by putting the slabs through a conversion process 
with the help of a Z mill. These are the wide coils which are made at around 1250mm, and they are 
known as the mill edge coil. 


Stainless Steel Coil Specifications: 


Grades Stainless Steel - J1, J2, J4, 201, 202, 301, 304, 304H, 304L,, 309, 3095S, 310, 310S, 316, 316L, 
316TI, 321, 321H, 347, 409, 410, 410S, 420, 430, 441, 904L 


Thickness - 0.2mm — 5.0mm 

Width - 3.2mm — 1500mm 

Length - AS PER CUSTOMER’S REQUIREMENT 

Type of Material - STAINLESS STEEL SOFT, DEEP DRAW, EXTRA DEEP DRAW, QUARTER HARD, 


HALF HARD, FULL HARD. 
Finish NO.1, 2B, 2D, 2H, 2R, No.4, HAIRLINE, SCOTCH BRITE, SATIN FINISH, NO.8, BA. 


Stainless Steel Coil, 

SS 304 Coil, 

Stainless Steel 316 Coils, 

Hot Rolled SS Coil, 

Cold Rolled Stainless Steel Coil, 

Perforated SS Coil Suppliers in India. 

SS Coil Manufacturer in India, 

Shop Our Large Selection of cold rolled 2b finish, 

BA finish Coil, 

Cut to size hot rolled stainless steel Coil, 

SS CR and HR Coil with Various Widths 

Stainless Steel Coil Supply Manufacturing Facilities in Rajasthan 
Stainless Steel Coil supply in Gujarat 

Steel Coils in Pune, Maharashtra 

Stainless Steel Coils Supply in Vijayawada, Hyderabad 


Stainless Steel Coil, 

SS Coil, 

Stainless Steel 304 Coil, 

316 Stainless Steel Coil, 

Stainless Steel Coil Supplier, 

Jindal Stainless Steel Coil, 

Stainless Steel Sheet and Coil, 

Stainless Steel 304 Coils Supplier in Delhi, 

SS Coil Supplier, 

Stainless Steel 202 Coils, 

Stainless Steel Cold Rolled Coil, 

Stainless Steel Hot Rolled Coil, 

Stainless Steel Coil 316L Supplier in Ghaziabad, 
SS Coil Supplier in Mumbai, 

Hot Rolled Coil, 

TATA Stainless Steel Coil, 

SS 316 TI Coil. Steel Coils in Pune, Maharashtra 
Stainless Steel Coils Supply in Vijayawada, Hyderabad 


STAINLESS STEEL FITTISSSNGS (www.stainlesssb.com) 


SBS is Renowned & one of the oldest manufacturers, stockist & suppliers of Stainless Steel Pipe 
Fittings in grades like 304 ,316, 321, 317L, 310 , 347 , 904L. Which are manufactured using superior 
grade stainless steel. These Stainless Steel Pipe Fittings are most durable and carry sturdy 
construction. We Manufacturer this Stainless Steel Pipe Fittings in various shapes such as Elbow, 
Tee, Reducers, Cap, Bend, Stub-end, Collar, Cross etc. 


SHRI BEHARIJI STAINLESS Steel is one of the best vendors of Stainless Steel Pipe Fittings. We are the 
market leaders in manufacturing and supplying superb quality Stainless Steel Pipe Fittings. Our 
products are well known for their excellent strength, brilliant quality and extended lifespan. We 
offer fittings in all shapes, sizes and specifications provided by the customers. 


Available Grades: 


Stainless Steel: ASTM A403 WP 304/ 304L/ 304H/316/ 316L/ 317/ 317L/ 321/ 310/ 347/ 904L, 
Wrought Austenitic Stainless steel. 


Available Variety : 15 mm NB up to 800 mm NB in Schedule 5S, 10S, 10, 20, 40S, 40, STD, 60, 80S, 80, 
XS, 100, 120, 140, 160. 


Available Sizes: 1/4" NB TO 56" NB. (Seamless & Welded) 
Wall Thickness: Sch. 5 to Sch. XXS. 


Available Shapes: Forged elbow, Half couplings, Cross tee, Forged tee, Forged coupling, Cap and 
Union. 


Stainless Steel Pipe Fittings, 

Stainless Steel Buttweld Pipe Fittings, 
Stainless Steel Seamless Pipe Fittings, 
Stainless Steel Fittings Price List, 

Sch 10 Stainless Steel Pipe Fittings, 

Stainless Steel Weld Fittings Prices, 

Schedule 80 Stainless Steel Seamless Fittings, 
Stainless Steel Pipe Fittings manufacturers in India, 
Stainless steel elbow manufacturers in India, 
SS Pipe Fittings, 

ASME B16 9 Stainless Steel Fittings, 

Sch 80 Stainless Steel Pipe Fittings, 

SS 304 Pipe Fittings, 

304L Stainless Steel Pipe Fittings, 

316 Pipe Fittings, 

316L Pipe Fittings, 

SS 317L Pipe Fittings, 

SS 321 Pipe Fittings, 

SS 347 Pipe Fittings, 

SS 446 Pipe Fittings, 

SS 9041 Pipe Fittings, 

310 SS Pipe Fittings, 

Stainless steel pipe tube fittings supplier 
316L Stainless steel Tube Fittings 

Stainless Steel ASTM A403 WP304/304L Pipe Fittings 


STAINLESS STEEL FLANGES (www.stainlesssb.com) 


SHRI BEHARIJI STAINLESS is the leading Suppliers & Exporter of these Stainless Steel Flanges in all 
over Indian market. The Stainless Steel Flange is a forged or cast ring that connects two sections of 
pipe or any other machinery that requires a connecting point in the middle. Because of their tensile 
strength and surface finish, these Stainless Steel Industrial Flanges are in high demand in the 
industry. 


www.stainless.com is a well-known supplier, and exporter of Stainless Steel Flanges of various types 
such as Slip-on Flanges, Blind Flanges, Weld Neck Flanges, Socket Weld Flanges, Ring Joint Flanges, 
Long Weld Neck Flanges, Threaded Flanges, Raised Face Flanges, Lap Joint Flanges, and Orifice 
Flanges in various standards such as ANSI, ASME, BS, DIN, API etc. We provide Stainless Steel Flanges 
that can withstand harsh and corrosive conditions. 


Stainless Steel Flanges Specifications: 


Specifications Stainless Steel Flanges 


ASME B16.5 Stainless Steel 


: 1/2" (15 NB) to 48" (1200NB) DN10~DN5000 
Flanges size range 





Stainless Steel Flanges ANSI/ASME B16.5, B16.47 Series A & B, B16.48, BS4504, BS 10, EN-1092, DIN, 
Standards ANSI Flanges, ASME Flanges, BS Flanges, DIN Flanges, EN Flanges, GOST Flanges. 


Stainless Steel Flanges 


Class 150 LBS, 300 LBS, 600 LBS, 900 LBS, 1500 LBS, 2500 LBS 
Standard ANSI 


Stainless Steel Flanges 


6Bar 10Bar 16Bar 25Bar 40Bar / PN6 PN10 PN16 PN25 PN4O, PN64 
Standard DIN 


Stainless Steel Flanges 


5K, 10 K, 16 K 20 K, 30K, 40 K, 63 K 
Standard JIS 


Stainless Steel Flanges 


6Bar 10Bar 16Bar 25Bar 40Bar 
Standard UNI 


Stainless Steel Flanges 
Standard EN 


Main Types Forged / Threaded / Screwed / Plate 


6Bar 10Bar 16Bar 25Bar 40Bar 


Flange supporting material Gasket, Ring Joint, Flange Bolts 


e Weld Neck Ring Flange (WNRF), Stainless Steel Flanges 


e Slip-On Ring Flange (SORF), Stainless Steel Flanges 


e Blind Ring Flange (BLRF), Stainless Steel Flanges 
Most common types 


of Stainless Steel Flanges e Socket Weld Ring Flange (SWRF), Stainless Steel Flanges 


e Threaded Ring Flange, Stainless Steel Flanges 
e = Lap Joint Ring Flange (LJRF), Stainless Steel Flanges 
e Ring Type Joint Flange (RTJF), Stainless Steel Flanges 


Production technique e Forged, Heat treated and machined 


Raised Face (RF), Ring Type Joint (RTJ), Flat Face (FF), Large Male-Female (LMF), 
Connect Type/ Flange Face Lap-Joint Face (LIF), Small Male-Female (SMF), Small Tongue, Large Tongue & 
Groove, , Groove 





Stainless Steel Industrial Flanges, 

Stainless Steel Slip on Flange, 

Stainless Steel Weld Neck Flanges, 
Stainless Steel Reducing Flanges, 

SS Flanges Suppliers in India, 

Stainless Steel Weld Neck Flanges, 

SS 304 Blind Flange, 

316 SS Slip on Flange, 

Stainless Steel Forged Flanges, 

Stainless Steel Flanges Supply & Export, 
Buy SS 304 Blind Flange & 316 SS Slip on Flange at Factory price, 
ASTM A182 Stainless Steel Forged Flanges, 
Stainless Steel Weld Neck Flanges, 
Stainless Steel Blind Flanges 


Stainless Steel Lap Joint Flanges 
Stainless Steel Socket Weld Flanges 
Stainless Steel Threaded Flanges 
Stainless Steel Forged Flanges 

Flanges Manufacturers in India, 

NPT Flanges Suppliers, 

Industrial Pipe Flanges at Market Price. 


STAINLESS STEEL ROUND BAR (www.stainlesssb.com) 


SHRI BEHARIJI STAINLESS PVT LTD a full range of stainless round bar from 1/16” round thru 26” in 
diameter. Nearly all grades of stainless steel are stocked in round bar, including 302, 303, 304/L, 
309/S, 310/S, 316/L, 317/L, 321, 321/H, 347, 347H, 410, 416, 420, 440C, 17-4PH, Duplex 2205 and 
Alloy 20. 

Heat treated stainless round bars are stocked in 17-4PH, conditions H900 (available upon request), 
H1025, H1150 and Double H1150 and H1150M. Additional heat treated conditions can be produced 
upon request. In 400 series stainless, we stock 410HT and 416HT. We also stock Accuracy and 
Bearing Quality stainless round bar in 303, 304 & 316/L. Our stainless bar processing equipment 
enables www.stainlesssb.com to produce to our customer’s precise requirements. 

ASTM A276, A479 304 Stainless Steel Round Bar Specification 

Dimensions: EN, DIN, JIS, ASTM, BS, ASME, AISI 

Standard: ASTM A276, ASTM A479 

Material Grade: Stainless Steel 304 (UNS S30400) 

Stainless Steel 304 Round Bars: Outside Diameter in the range of 4mm to 500mm 

Stainless Steel 304 Bright Bars: Outside Diameter in the range of 4mm to 100mm 

Stainless Steel 304 Hex Bars: 18mm — 57mm (11/16” to 2-3/4”) 


Stainless Steel 304 Square Bars: 18mm — 47mm (11/16” to 1-3/4”) 


Stainless Steel 304 Flats: 1/2” to 10” in thickness range of 2mm to 150mm, Custom Size Stainless 
Steel Flats available 


Length: 1 to 6 Meters, Custom Cut Lengths 
Form: Round, Square, Hex (A/F), Rectangle, Billet, Ingot, Forging Etc. 
Finish: Black, Bright Polished, Rough Turned, NO.4 Finish, Matt Finish, BA Finish 


Stainless steel round bar manufacturer 
Stainless steel round bar price 


Stainless steel round bar weight chart 

Buy stainless steel round bar 

Stainless steel round bar manufacturer in India 
16mm stainless steel round bar price 
Stainless steel bar 304 price list 

Stainless steel rod 202 price per kg in India 
Stainless Steel 304 Round Bars Supplier 

304 Stainless Steel Square Bars Stockiest 
ASTM/ASME A276 304 Steel Bright Bars Stocks 
SS UNS $30400 Hex bar Manufacturer 

Steel 304 Rectangular Bar Exporter 

Stainless Steel JIS SUS 304 Flat Bar 

ASTM A479 AISI 304 Stainless Steel Black Bar 
DIN 1.4301 SS Threaded Bar Stockholder 
Stainless Steel S30400 Forged Bar Distributors 
UNS S$30400 Stainless Steel Rod Dealer 

304 Stainless Cold Finish Round Bar 

Top Quality Stainless Steel 304 Round Bars 
Stainless Steel 304 Round Bars Supplier 

304 Stainless Steel Square Bars Stockiest 
ASTM/ASME A276 304 Steel Bright Bars Stocks 
SS UNS S30400 Hex Bar Manufacturer 

Steel 304 Rectangular Bar Exporter 

Stainless Steel JIS SUS 304 Flat Bar 

ASTM A479 AISI 304 Stainless Steel Black Bar 
DIN 1.4301 SS Threaded Bar Stockholder 
Stainless Steel S30400 Forged Bar Distributors 
UNS S$30400 Stainless Steel Rod Dealer 

304 Stainless Cold Finish Round Bar 

Top Quality Stainless Steel 304 Round Bars 
Best range of 304 stainless steel round bar, 

ss 202 round bar and stainless steel bars 
Stainless Steel Bar 304 Price List 

ss 304 hex bar, 

ss 303 hex bar, 

ss hex bar, 


(www.stainlesssb.com) 


https://stainlesssb.com/stainless-steel-erw-pipes 
https://stainlesssb.com/stainless-steel-seamless-pipes 
https://stainlesssb.com/stainless-steel-tubes 
https://stainlesssb.com/stainless-steel-erw-tubes 
https://stainlesssb.com/stainless-steel-sheets 
https://stainlesssb.com/stainless-steel-fittings 
https://stainlesssb.com/stainless-steel-plates 
https://stainlesssb.com/stainless-steel-coil 
https://stainlesssb.com/stainless-steel-flanges 
https://stainlesssb.com/stainless-steel-round-bar, 
https://stainlesssb.com/contact 


info@stainlesssb.com +91-9911001493 


https://stainlesssb.com/ 


